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Message Text 


UNCLASSIFIED 

PAGE 01 ALGIER 01187 301015Z 
12 

ACTION NEA-09 

INFO OCT-01 ISO-00 EB-05 DRC-01 RSC-01 /017W 

083833 

R291631ZMAY 74 
FM USINT ALGIERS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 0588 

UNCLAS ALGIERS 1187 

E.O. 11652: N/A 
TAGS: BEXP, AG 

SUBJ: FOREIGN TENDER - MAJOR PROJECT 
1.721/01/T0250 

2. 052974 

3. R. GRANER 

4. 721 ALGERIA 

5. PUBLIC UTILITY 

6A. SUBMIT OEFERS TO - 

6. B. DIRECTION DE L'EQUIPEMENT ELECTRIQUE - DEPARTEMENT KD - M 

6. C. SONELGAS 

2, BLVD. SALAH BOUAKOUIR 

ALGIERS, ALGERIA 
CABLES: SONEDG ALGER 
TELEX: 52898 
PHONE: 648260 

7. - 

8. 101574 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ALGIER 01 187 301015Z 
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9. FOREIGN STATE CORPORATION PROIECT 

10. 9918104 - 9999 PLUS. TWO ELECTRIC GENERATION COMPLEXES: 

ONE AT 80 MEGAWATTS FOR EXISTING 60 KILOVOLT ELECTRIC 
STATION AT BOUEARIK, USING TWO TO LOUR GAS TURBINES; ALSO 
ONE AT 40 MEGAWATTS FOR FUTURE 60 KILOVOLT STATION AT 
BAB-EZZOUAR, CINSISTING OE ONE OR TWO UNITS. WORK IS TURNKEY 
EXCEPT EOR CIVIL ENGINEERING, WHICH WILL BE SUBJECT OE 
SEPARATE TENDER. 

1 1 . ERENCH TENDER DOCUMENTS REPORTEDLY WILL BE READY JULY 1 . 
ALL SPECIEICATIONS TO BE METRIC. CORRESPONDENCE AND DEFERS IN 
ERENCH REQUIRED. PROJECT MAY BE EINANCED BY WORLD BANK (IBRD). 
EAGLETON 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 29 MAY 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974ALGIER01 187 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 36-0056 
From: ALGIERS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 974051 2/aaaaakfp. tel 

Line Count: 75 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: gollnofr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 05 NOV 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <05 NOV 2002 by WorrelSW>; APPROVED <05-Nov-2002 by gollnofr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN TENDER - MAJOR PROJECT 
TAGS: BEXP, AG 
To: COM 
Type: TE 
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